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SOPWITH SNIPE — The Sopwith Snipe was only in action for 
the last three months of the Second World War but many regarded 
it as the finest of all fighters in the war. Easier to 
handle than the "Camel", it was designed for high altitude 
fighting. Major W.G. Barker won his VC in a Snipe by 
fighting off about 60 enemy aircraft. (CASSIAS FORCES KIOTO) 
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